THE SLATER CASE
in her absence except by a pre-arranged signal. A week
after the crime she told the same lady that she would not
know the man again, and denied that she had said anything
about a signal. He wished to put in the deposition of
MacBrayne, who was now dead; also the evidence at the
inquiry of nine people who saw Slater between his leaving
Glasgow and his sailing from Liverpool, and who said they
saw nothing suspicious in his manner. As regards the alleged
identification in New York, he proposed to call Slater's
American counsel and agent, and the United States marshal
who had him in custody. (These three gentlemen had come
to Edinburgh for the purpose.) With respect to the weapon,
the late Dr. John Adams, the first medical'man to see the
body, had expressed a most decided opinion that the injuries
were inflicted with the leg of a chair. The name of Dr. Adams
was not in the Crown list, and there was no recorded case of
homicide in which the Crown had not called the doctor who
first saw the body. His opinion could be proved by his
widow and by Mr. William Roughead, with whom he had
discussed the matter at the time. It was understood that
Professor Littlejohn had declined to support the Crown
theory of the hammer, and his report was called for. Lastly,
he wished to call Sir Bernard Spilsbury, who held a very
strong opinion that the hammer had nothing to do with the
case, based upon the views of Dr. Adams, the description of
the injuries, and actual photographs of the head.
The Court asked that a written list of the names and
addresses of the proposed witnesses be submitted, and this
Mr. Aitchison undertook to have prepared forthwith.
The Lord Advocate said there must be no attempt to re-try
the case. Only new evidence could be allowed, and mere
expert opinion was inadmissible. He opposed the calling of
the appellant and the production of the documents called forj
also the New York identification evidence, which had been
fully gone into at the trial. Professor Littlejohn made no
formal report. He did not object to the Liverpool evidence, j
The decision of the Court was this: they would allow the*
evidence of Lambie and of her former mistress, also that of
Mr* Pinckley, the United States marshal;  but not that of
Slater's American ^wyers.    With respect to the medical
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